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FIGURE 4.1 a   Hypothetical Ground-Water Cone of Depression Developed by Underground Minral is a disruptive process that can temporarily or permanently alter ground-water systems. A mining operation that changes any portion of the geology or chemical framework of a ground-water or surface-water system will affect the existing and post-mining characteristics of the system. Generally, coal mining has two kinds of effects on ground water:
